Health Letter Volume Index, 2000 


Volume 16, Number 1, 
January 2000 
Wrong Prescription: Bill Bradley’s 
Health Plan is No Cure 
For-Profit Kidney Dialysis Centers 
Compromise Kidney Care 
Point/Counterpoint: Is it Ethical to 
Pay Research Subjects Large Sums? 
Product Recalls 
Health Letter Volume Index for 
1999 and Cumulative Index for 
1985-1999 
Outrage: Study Shows Widespread 
Medical Errors 


Volume 16, Number 2, 
February 2000 
Managed Costs, Mismanaged Care 
Primary Care in the United States— 
The Best of Times, the Worst of 
Times 
Trust Me, I’m a Patient 
Hollywood Hails a Tobacco Whistle 
Blower 
Product Recalls 
Debate on FDA’s Recent Decision on 
Herbal Products 
Outrage: Flu Epidemic May Be Just a 
Flu Advertisement 


Volume 16, Number 3, 
March 2000 
Survey of Doctor Disciplinary 
Information on State Medical 
Board Web Sites 
Untested Herbs and Food Supple- 
ments for Pregnant Women: 
Making the FDA Retract its 
Dangerous Regulation 
Product Recalls 
New Concerns About Menopausal 
Hormones and Breast Cancer 
Outrage: The Unkindest Cut of All: 
Unnecessary Episiotomies 


Volume 16, Number 4, 
April 2000 
Safety Alert! It Is Better to Curse the 
Darkness Than to Light This Kind 
of Candle 
St. John’s Wort: A Growing List of 
Harmful Drug Interactions 
Medicare: Few Beneficiaries Use 
Colorectal Cancer Screening and 
Diagnostic Services 
Product Recalls 
Patients, Doctors Not Warned of 
Dangers of New Diabetes Drugs 


8 @ January 2001 


Outrage: Health News Feels the 
Censor’s Knife 


Volume 16, Number 5, 
May 2000 
Public Citizen’s Health Research 
Group Ranking of State 
Medical Board Disciplinary Actions 
in 1999 
Product Recalls 
Loyalty in Government Service— 
To Whom? 
Reducing Dangers to Pregnant 
Women 
Outrage: DRKOOP.CON? America’s 
Family Doctor and His Conflicts of 
Interest, Part II 


Volume 16, Number 6, 
June 2000 

Kids First?-—How Vaccination Politics 
Can Undermine Public Health 

Product Recalls 

The Health Research Group Launches 
‘eLetter’ Web Site on Prescription 
Drugs for the Seriously Mentally Ill 

Dr. Ross (or Nurse Hathaway) Will 
See You Now 

Summer is Icumen In’ 

Dangerous Gap in the Drug Safety 
System 

Canadian Update on the Arthritis 
Drug Celecoxib (CELEBREX) 
Confirms HRG’s Warning About 
Its Use 

Outrage: Mother Dies But Son Can't 
Get an Explanation Because Her 
Doctor Won’t OK Inquiry’s 
Disclosure 


Volume 16, Number 7, 
July 2000 
Patients’ Rights Bills and Other Futile 
Gestures 
Bereavement 
Product Recalls 
Outrage: Inspector General’s Study on 
Human Experimentation 


Volume 16, Number 8, 
August 2000 
The Pharmaceutical Industry—To 
Whom Is It Accountable? 
Hundreds of Thousands of Workers 
at Risk from Hexavalent Chro- 
mium, Study Obtained Through 
FOIA Shows 
Product Recalls 


Report Estimates Air Lead Levels from 
Some Candle Wicks at Up to 36 
Times EPA Standards 

The Risks of Tranquility 

Outrage: Erroneous and Misleading 
Reports in Media About Prescrip- 
tion Drugs 


Volume 16, Number 9, 
September 2000 
20,125 Questionable Doctors 
Product Recalls 
Outrage: Human Experimentation for 
Profit 


Volume 16, Number 10, 
October 2000 
Epilepsy 
How To Report Adverse Reactions to 
the Food and Drug Administration 
Product Recalls 
Outrage: Victimizing the Vulnerable 


Volume 16, Number 11, 
November 2000 

Review of Calcium Supplements; Ads 
Exaggerate Differences 

Long-Acting Calcium Channel 
Blockers Inferior To Older Blood 
Pressure Lowering Drugs in 
Preventing Heart Attacks and Heart 
Failure 

When Is a Patient Group Not a 
Patient Group? 

Product Recalls 

Television and Obese Children: A 
Strong Connection 

Sitting Backwards Is Safer 

HRG Petitions the FDA to Ban 
Dangerous Diet and Cough/Cold 
Drugs in Over-the-Counter 
Products 

Outrage: “Too Much Corporate 
Power?” 


Volume 16, Number 12, 
December 2000 
Is U.S. Health Really the Best in the 
World? 
Product Recalls 
Osteoporosis 
A Better Quality Alternative: Single 
Payer National Heaith Reform 
Medical Fluoroscopy: Radiation- 
induced Skin Injury 
Outrage: America’s Ailing Medical 
Education System 


